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PAGE 01 OECD P 24822 261306Z 
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ACTION EB-07 

INTO OCT-OI CIAE-00 COME-00 DODE-00 NRC-05 NSAE-00 USIA-06 

TRSE-00 EUR- 1 2 ERDA-05 ISO-00 ACDA-07 EA-07 /050 W 

001500 

R 26I254Z AUG 76 
EM USMISSION OECD PARIS 
TO SECSTATE WASH DC 3201 

CONEIDENTIAL OECD PARIS 24822 

EXCON 

E.O. 1 1652: XGDSI 

TAGS: ESTC, COCOM, ER, PL 

SUBJECT: EXPORT OF IC TECHNOLOGY TO ERANCE 

REF: (A) STATE A-I929, (B) STATE 209449, (C) OECD 
PARIS 24578B 

DAY AFTER REE C WAS SENT, DEL RECEIVED REPLY TO HIS 
LETTER EROM ERENCH DEL STATING THAT SUCH TECHNICAL 
ASSISTANCE DEPENDS NOT ONLY ON COCOM APPROVAL BUT, ALSO 
UNDER CONTRACT TERMS, ON A REQUEST EOR EXCEPTION 
(DEMANDE DE DEROGATION) WHICH SESCOSEM WOULD HAVE TO 
SUBMIT TO THE U. S. EIRM CONCERNED (PRESUMABLY ITT). 

LETTER CLOSES WITH HOPE THAT THIS INEORMATION WILL 
ANSWER CONCERNS OE US AUTHORITIES. 

TURNER 


CONEIDENTIAL 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
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Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, STRATEGIC TRADE CONTROLS, EXCEPTIONS LIST, EXPORT LICENSES, TECHNOLOGICAL 
EXCHANGES 

Control Number: n/a 
Copy: SINGLE 
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Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: KelleyWO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19760ECDP24822 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D760326-0063 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976081 7/aaaaaoam.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 

Reference: 76 STATE A-1929, 76 STATE 209449, 76 OECD PARIS 6 

Review Action: RELEASED, APPROVED 

Review Authority: KelleyWO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 APR 2004 
Review Event: 

Review Exemptions: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: EXPORT OF 1C TECHNOLOGY TO FRANCE 
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